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| COUNTRY erent (measles 2 Zone 


"SUBJECT Underground Plant et Elirich {Aemmnition 
Depot} to be Destroyed: Ammunition 
forks at, Bobepleipiseh ( Continue Production . 
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i (00S): Saree quantities of Gernan Amy, ammuntt to! 
sing moved lsho an ‘underground Veweapor plant at. Elirish 
Januery 1947, 4 88 January, boxes of amall arma: an 
anak tol bre artillery shells were deliverets — 
a the area ware drefted for this work: AGCOl 
woo had warned i the plant for twe months, 
imately 600,000 sons of amnunition, fhe plant, wh! h 
& mountain, Was pebsdueed ta. De blown. up by te Russtans 
“5 Febriary 


, Be Hohenletp La gh (008) The vunLtLonsanstalt ‘(Onma), plant hea: 
wore ae TULL capacity, with 800 omployess, ainee the: Suumme 
3946, ‘The inutallation was batt by the es about “1I3e 5 
part of o is sea aaa He te 40 February 19 the plans 
peodauelag BOO arc 4, 0c0 ke. a bombes Tre vou bay 
peered ae new “type of fuse since (Gstober O46. 
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